This fine hospital, situated on 604 acres, 
41/2 miles north of Murfreesboro, can accom¬ 
modate approximately 1,500 patients. The 
hospital is supplied with water from its own 
spring-fed lake and filtration plant. The main 
entrance of the Adm. Bldg, is modeled after 
the Hermitage. 
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Administration Bldg.. U. S. Veterans Hospital, Murfreesboro, Tenn. 












